Table 3 


Average Propylene Glycol (%} 


J.ime 

Uncased 

£.55 Filler 

Uncased 

E55 CiatB. 

Cased 

PBC Filler 

Cased 

DBC Cicts 

00:00 

ND 

<0.2 

3.8 

3.4 

00:30 

ND 

<0.2 

3.6 

3.4 

01:00 

ND 

<0.2 

3.4 

3.4 

01:30 

ND 

<0.2 

3.4 

3.4 

02:00 

ND 

<0.2 

3.2 

3.3 

03 : 00 

ND 

<0.2 

3.1 

3.1 

04:00 

ND 

<0.2 

2.9 

3.4 

06:00 

ND 

<0.2 

2.8 

3.4 

24:00 

ND 

<0.2 

1.4 

3.0 

48 : 00 

ND 

<0.2 

0.8 

2.9 

Note: 

Detection limit = 

0.2% (lowest 

standard used) 
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Source: https://www.industrydocuments.ucsf.edu/docs/qtpk0001 


